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Seereitaant Seqaast * (2-3-41) 


1« ^ is reqseeted that Heqaieitioa 2-3-41, for s Base 
bn g ia cc r (AF2C-5525) So the grade of Captain or Major Imp retained 
la settee status. 


8. Xa crier to elarify the qualification desired, the follow- 
ing is oubaitted: 


»» Sealses should he Iblly qualified to Me AfSC, 
preferably a Captain, sad here recent experience of at 
leeet teo years duration at « heee engineer. 


3» gfcree eeadldetes, recently eebaitted. hare 


ranerauM neeause their reek 
the Job, 


n 


rejected. 


considered to be Inappropriate for 

be bed ao 


asperieaee as aa actual base engineer, ell of Ms experience bavlM 
heea as • staff officer. 


b. It is requested tbet additional 
their requirement. 
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